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Weller 

ALL PURPOSE 
SOLDERING GUN 



Model 8200 
100/140 watts 

Fingertip selection of high or low output. High efficiency soldering 
tip of pure pretinned copper. Light illuminates work. Compact, 
balanced pistol grip design. "Soldering Tips" booklet included. 
120V 60 Hz. AC Only. 2 Wire Cord. Model 8200 Boxed. Model 
W8200 Carded. U.L. Listed. For 3 wire cord order 8200-3. 


HEAVY DUTY 
SOLDERING GUN 



Model D550 
240/325 watts 

Highest output gun with trigger selection of heats. Balanced pistol 
grip design. Twin lights illuminate work. Heavy gauge high ef¬ 
ficiency copper tips. Complete with "Soldering Tips" booklet. 
120V 60 Hz. AC Only. Boxed. 2 Wire Cord. U. L. Listed. 

For 3 wire cord order D550-3. 


ALL PURPOSE 
SOLDERING GUN KIT 



Model 8200PK 100/140 watts 

8-piece kit includes Weller Model 8200 dual heat soldering gun. 
Three copper soldering tips, tip changing wrench, flux brush, 
soldering aid tool, coil of 60/40 rosin core solder. Sturdy, plastic 
carrying case. Complete with "Soldering Tips” booklet. U. L. Listed. 


HEAVY DUTY 
SOLDERING GUN KIT 



Model D550PK 240/325 watts 

8-piece heavy duty soldering kit featuring the versatile Weller 
Model D550 soldering gun. Kit includes three heavy copper solder¬ 
ing tips, tip changing wrench and 60/40 rosin core solder. Complete 
with plastic carrying case and "Soldering Tips" booklet. U. L. Listed. 
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Weller 

SOLDERING GUN 
REPLACEMENT TIPS 



6110,6130 6120,6140 


8125-PREMIUM PLATED SOLDERING TIP FOR LONGER LIFE 
(2 per Display Card). For Models 8200, 8100B 

8125N— PREMIUM PLATED SOLDERING TIP WITH TIP NUTS 
(1 per Display Card) 

7135-COPPER SOLDERING TIP (2 per Display Card) For Models 
WS-100, WD-135, S-400, D-440, 8100, 8200, 8100B 


MINI-SHOP® KIT 

Model 620K 



Weller Mini-Shop Kit: A beginners complete workshop. Powerful 
high speed motor is same as in Model 601K. Power unit will accept 
other Weller Mini-Shop accessories. 


1 Grinding Wheel 

2 Grinding Points 
1 Chuck Wrench 

U.L. Listed 

Weight 1 lb., 7 oz. ea. 


14-Piece Kit Contains: 

1 601 Power Unit 
1 Cup Brush 


6 Sanding Discs 
1 Mandrel 
1 Cylinder Cutter 


7135N— COPPER SOLDERING TIP WITH TIP NUTS (1 per Dis¬ 
play Card) 

7250—COPPER SOLDERING TIP (2 per Display Card) For Models 
WS-200, WD-250, S-500. D-550 

7250N—COPPER SOLDERING TIP WITH TIP NUTS (1 per Dis¬ 
play Card) 


VARIABLE SPEED 
MINI-SHOP® KIT 

Model 651K 


6110—CUTTING TIP (1 per Display Card with tip nuts) For Models 
WS-100, WD-135, S-400, D-440, 8100, 8200, 8100B 


6120—SMOOTHING TIP (1 per Display Card with tip nuts) For 
Models WS-100, WD-135. S-400, D-440, 8100, 8200, 8100B 

6130—CUTTING TIP (1 per Display Card with tip nuts) For Models 
WS-200, WD-250, S-500, D-550 


6140—SMOOTHING TIP (1 per Display Card with tip nuts) For 
Models WS-200. WD-250, S-500, D550 



Weller Mini-Shop Variable Speed Kit: 46-piece kit contains: Mini- 
Shop Power Unit, (3) Adapter Collets, Storage Case, Owner's 
Manual, (6) Grinding/Sharpening Wheels and Points, (3) Cleaning 
Brushes, (6) Cut-off Wheels, (2) Routing Bits, (2) Polishing 
Wheels, (12) Abrasive Discs, (3) Abrasive Bands, (1) Expanding 
Drum, (1) Drill Bit, (1) Mandrel, (1) Chuck Wrench, (1) Dressing 
Stone, and (1) Engraving Tip. 

U.L. Listed 

Carton quantity — 3 each 
Weight 8 lbs. per carton 
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Weller 

MINI-SHOP® KIT 


Model 601K 

Weller Mini-Shop Kit: 46-piece kit contains: Mini-Shop Power 
Unit. (3) Adapter Collets. Storage Case. Owner’s Manual. (7) Grind¬ 
ing/Sharpening Wheels and Points. (3) Cleaning Brushes. (6) Cut¬ 
off Wheels. (2) Routing Bits. (2) Polishing Wheels. (12) Abrasive 
Discs. (3) Abrasive Bands. (1) Expanding Drum. (1) Drill Bit. 
(1) Mandrel. (1) Chuck Wrench, and (1) Dressing Stone. Carton 
Weight 8 lbs. 

Carton quantity—3 each 



MINI-SHOP® ACCESSORIES 

Part Number and Description 


MS 201 

Bristle Brush. Cup 
(1 per pack) 


MS202 

Bristle Brush. Disc 
(1 per pack) 


MS203 

Wire Brush 
(1 per pack) 


MS204 

Drum Sander Band 
(Coarse. 50 grit) 

(6 per pack) 


MS205 

Drfjm Sander Band 
(Fine, 120 grit) 

(6 per pack) 


MS 206 

Sanding Disc 
(Coarse, 80 grit) 
(12 per pack) 




MS208 

Felt Polishing Wheel 
(6 per pack) 


MS209 

Rubber Wheel, Abrasive 
(2 per pack) 


MS210 
Cut Off Wheel 
(3 per pack) 


MS211 

Expanding Drum 
(1 per pack) 


MS212 
Mandrel 
(1 per pack) 


MS215 

Adapter Collet! 1/32 ) 
(1 per pack) 
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MS217 

Adapter Collet! 3/32 ) 
(1 per pack) 


MS218 

Mini-Shop Collet (1/8 
(1 per pack) 


MS219 

Grinding Wheel 
(1/4 x 1/2 ) 

(1 per pack) 


MS220 

Grinding Wheel 
(1/2 x 3/8 ) ~ 

(1 per pack) 


MS221 

Grinding Wheel 
(3/4 "x 3/8 ') 

(1 per pack) 


MS222 

Grinding Wheel 
(Silicon, 3/4'' x 1/8 
(1 per pack) 


MS225 
Grinding Point 
(1/2' x 3/32 ) 
(1 per pack) 


MS226 

Dressing Stone 
(1 per pack) 


MS227 
Drill (1/8 ) 

(1 per pack) 


MS228 

Wrench 
(1 per pack) 



MS231 

Motor Brushes. Carbon 
(1 replacement 
set per pack) 


MS207 

Sanding Disc 
(Fine. 120 grit) 
(12 per pack) 


MS216 

Adapter Collet (1/16 
(1 per pack) 


MS223 

Grinding Point 
(1/4 x 5/8 ) 

(1 per pack) 


MS 232 

Engraving Tip 
(1 per pack) 


MS213 

Cutter, Ball 
(1/4 "Dial 
(1 per pack) 


MS214 

Cutter, Cylinder 
(1/4 Dia ) 

(1 per pack) 


MS224 

Grinding Point 
(3/8 "x 3/4 ") 

(1 per pack) 





























Weller 

SOLID STATE 
SOLDERING GUN 



Fast temperature controlled. Designed for modern solid state 
electronic work. Will not damage sensitive components. Light¬ 
weight. Weighs only 7 oz. Double coated tips tested for 30,000 
connections. Slim, long reach barrel. 2 Wire Cord 120V Display 
boxed. U. L. Listed. 

Model GT7A 

Temperature 700°F, 150W, Tip 3/16" Chisel point. 

Model GT7A-3 

As above with 3 wire cord. 


Model GT6B 

Temperature 600° F, 150W. Tip 1/8" Cone point. 

Model GT6B-3 

As above with 3 wire cord. 

Replacement Power Heads: 



Model No. 7A 

Powerhead only. 700° F, 3/16" Chisel point, individual package. 

Model No. 6B 

Powerhead only. 600° F, 1/8" Cone point, individual package. 

Model No. GT 

Handle only with cord and trigger. 

Note: Gun will accept either power head. The purchase of a 
complete unit plus an additional power head will give both 600° 
and 700° capability. 


CORDLESS SOLDERING IRON KIT 



WC100K 

Weller soldering iron kit contains WC100 cordless iron, 3 dif¬ 
ferent tips, screwdriver, solder, a soldering aid tool, project book¬ 
let, and compact power charger. Unit Wt. 1 lb. 8 oz. Unit size 9’/ 2 x 
23/„ x 8’/ 2 . Case Wt. 10 lb. 8 oz. Case size 16% x 9% x 8%. 


CORDLESS SOLDERING IRON 


CT.,.^3 


Model WC tOO _ _ 

Weller Cordless 

SOLDERING IRON 



Model WC100 

For the technician and hobbyist this is the cordless to do the job! 
Heats up in six seconds. Develops tip temperature of 700°F+. 
Fast power charger. Long life nickel cadmium batteries. Built-in 
work light, interchangeable tips. Fingertip control with safety-lock 
switch. 


REPLACEMENT TIPS FOR WC100- 

packed 6 Tips per carton 

Model Tip size 

-Card size 8" x 12W" x 2%", 
Packed carded 10 per box 

Description 

WC111 

1/8" 

Diameter Tip 

WC112 

1/16" 

Diameter Tip 

WC113 

1/16" 

Long Reach Tip 

WC114 

1/32" 

Conical Tip 
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Weller 

MARKSMAN 

SOLDERING 

KIT 

Model SP23K 

Complete kit for hobbyists in¬ 
cludes Weller's SP23 iron, three 
different pre-tinned %” diameter 
tips of plated copper. Soldering 
aid tool, 5 feet of 60/40 rosin core 
solder. Helpful hints and instruc¬ 
tions on back of card. Carded. 
U.L. Listed. 



MARKSMAN SOLDERING IRONS 


SP23, SP40 


SP80 


SP120, SP175 





REPLACEMENT TIPS FOR MARKSMAN IRONS 

These quality tips are made from nickel plated copper. Available 
in a variety of styles Packed carded 10 per box 


Catalog No. 

For Model 

Style 

MT-1 

SP23 

Cone Shape 

MT-2 

SP23 

Screwdriver 

MT-3 

SP23 

Chisel 

MT-5 

SP23 

Woodburning 

MT-6 

SP23 

Smoother 

MT-10 

SP40 

y 4 " Chisel 

MT-20 

SP80 

3/„" Chisel 

It. i 

SP120 

y 2 " Chisel 


SP175 

%" Chisel 

HK11 

SP23 

Blade and Chuck 



ELECTRONIC 
TOOL KIT 

Model 250K 


The 250K Electronic Tool Kit contains an ideal selection of basic 
tools for anyone getting involved in Kit building, radio-T.V. repair 
or any related project. Comprised of: Weller • WP-25 Soldering 
ool and 2 Extra Tips • Soldering aid tool • 10 oz. Rosin Core 
Solder; Xcelite • 4" Long Nose Plier • Diagonal Cutter • Wire 
Stripper • V4" Nut Driver • Slotted Screwdriver • Phillips Head 
Screwdriver. All in a convenient storage tray. Case quantity 6. 
Case weight 14V4 lbs. 


These fine quality soldering irons feature stainless steel barrels, 
nickel plated copper tips, heat and impact resistant handles. 

Model SP23 25 watt 

Featherweight soldering iron with replaceable tips. Designed for 
hobbies, kits, radios, 8'/," long. Weighs 1% oz. 120V pencil handle. 
Vb" tip. Carded. U.L. Listed. 

Model SP40 40 watt 

Lightweight pencil iron for hobby and electronics. 8>/ 4 " long. 
Weighs 2 oz. %" diameter tip. 120V. Carded. U.L. Listed. 

Model SP80 80 watt 

Heavy duty pencil iron. 9%" long. Weighs 4 oz. 3/ e " diameter tip. 
120V. Carded. U.L. Listed. 

Model SP120 120 watt 

Heavy duty irons for greater output. SP120 is 11%" long. Weighs 
10 oz. y 2 " diameter tip. 120V. U.L. Listed. 

Model SP175 175 watt 

SP175 is 12V 2 " long. Weighs 1 lb. %" diameter tip. 120 V. U.L. 
Listed. 


SOLDERING 
HOBBY KIT 


1 - 


Model 230K 

Weller Soldering Hobby Kit contains SP23 Soldering Iron in carry¬ 
ing case and tool tray, with 6 tips • cone soldering, screwdriver, 
chisel, smoothing, hot knife, and cone burning • work sponge • 
Hot Iron Rest • Soldering Aid tool • Rosin Core Solder • Instruc¬ 
tion Booklet • U.L. Listed. Carton weight 8’/ 2 lbs. • 

Carton quantity 6. 
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Weller 


PROFESSIONAL 
DESOLDERING/REPAIR TOOL 


PROFESSIONAL 
SOLDERING IRONS 



Models WP25 and WP40 

Top quality, industrial grade tools. Rugged stainless steel barrel 
construction. Long life double coated tips. High efficiency. Popu¬ 
lar pencil styling. Light blue handle. Only 7-7/8" long; 1-3/4 oz. 
Blister pack. U. L. Listed. 

Model WP25 

25 Watt, ST-1 1/16" Screwdriver tip. 2 Wire Cord. 120 V. 

Model WP25-3 

As above with 3 wire cord. 

Model WP40 

40 Watt, ST-3 1/8" Screwdriver tip. 2 Wire Cord. 120 V. 


MODEL 

DS40 

DS40-3 



Invaluable repair tool. A must for servicing modern printed circuit 
boards and solid state electronics. Remove and replace compon¬ 
ents quickly with less chance of heat damage. Complete tool 
includes handle, vacuum bulb, desoldering assembly and tip 
with .063 in. opening. 40W. 120V. 2 Wire Cord U. L. Listed. 

For 3 wire cord order DS 40-3. 

REPLACEMENT TIPLETS FOR 
MODEL DS40, DS-TCP, and DS60 

Packed carded 10 per box 



Model WP40-3 

As above with 3 wire cord. 


REPLACEMENT TIPS FOR WP25 AND WP40 

Model Tip Size Style Packed carded 10 per box 


ST-1 


1/16" 


Screwdriver 


ST-2 


3/32- 


Screwdriver 


ST-3 


1 / 8 " 


Screwdriver 


ST-4 


3/16" 


Screwdriver 


Model No. 

Desoldering Tiplets 

Opening 

DST-1 


.038 in. 

DST-2 


.046 in. 

DST-3 


.059 in. 

DST-4 


.063 in. 

DST-5 


.078 in. 

DST-6 


.090 in. 


ST-5 1/32" 


ST-6 1/32" 


ST-7 1/32" 


ST-8 1/16" 


Single Flat 


Screwdriver 


Conical 


Narrow 

Screwdriver 



DESOLDERING 



Model AC303P 

Desoldering Bulb. Carded. 



BULB 



SOLDER 


AC40 

ACID CORE 
SOLDER 
5 ft. of .062 in. 
diameter 40/60 
alloy. Net wt. - .88 



RC40 

ROSIN CORE 
SOLDER 
5 ft. of .062 in. 
diameter 40/60 
alloy. Net wt. - .88 



RC60 

ROSIN CORE 
SOLDER 
Activated rosin 
core solder in 
dispenser tube. 
13 ft. of .040 
diameter 60/40 
alloy solder. 

Net wt. - .73 oz. 
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Weller 

CONTROLLED OUTPUT 
INDUSTRIAL SOLDERING IRONS 



Model W60 

714 in. long. Weight 2'h oz. 



Model W100 

814 in. long. Weight 3'/? oz. 


SOLDERING TOOL STANDS 



Specifically designed to extend life of Weller controlled output 
tools. PH stands have heavy non-sliding cast bases with sponge 
receptacle and conveniently positioned non-sinking spring stand 
and funnel. SF stands comprised of spring and funnel only, 
for bench, wall, and side rail mounting. 


High quality portable tools with all the benefits of controlled out¬ 
put and temperature. Temperature selection by merely chang¬ 
ing tips. New blue color. 120V. 50/60 Hz. Use with Weller PH 
and SF series soldering tool stands to effect a complete solder¬ 
ing station. 


Model 

Description 

Tip 

W60 

60W. 2 wire cord 

Vie" 700° F. 
screwdriver 
#CT5A7 

W60-3 

60W. 3 wire cord 

W100 

100 W. 2 wire cord 

%" 700° F. 
screwd river 

W100-3 

100W. 3 wire cord 

#CT6F7 


NOTE: These are automatically controlled tools and use of im¬ 
proper metallic stands will affect life of tool and tip. 

Specifically engineered and recommended PH and SF Series 
stands are listed in this catalog. 


Model 

Description 

PH25 

Versatile bench stand can be either free standing or 
mounted. Sturdy aluminum construction—conducts 
heat away from iron and prevents accidental burns on 
bench or work surface. Keeps iron handy and ready 
for soldering. For WP25 and WP40 irons. 

PH60 

Soldering Tool Stand, with base and sponge. ForW60, 
WP25, WP40, WPS and irons with barrel diameters 
up to 15/32". 

PHI 00 

Soldering Tool Stand, with sponge. For W100 and 
irons with barrel diameters up to 19/32". 

SFA1 

Side Rail Stand, for attachment to wall or bench. 
For Model TCP 1 iron, and irons with barrel diameters 
up to 3/8". 

SFA60 

Side Rail Stand, for attachment to wall or bench. 
For Model W60 and irons with barrel diameters up 
to 15/32". 

SFA100 

Side Rail Stand, for attachment to wall or bench. For 
Model W100 and irons with barrel diameters up to 
19/32". 

SFW60 

SFW100 

SP60 

Funnel for PH60. 

Funnel for PH100. 

Sponge for PH60 and PH100. 


REPLACEMENT TIPS FOR 
MODELS W60.W100 

Top quality, iron plated tips with anti-oxidation coating. 
All tips carded single, 10 per box 


For 

Tip 



Catalog Numbers 


Model 

Size 

Description 

Reach 

600° F 

700° F 

800° F 


1/16" 

Screwdriver 

1-5/32" 

CT5A6 

CT5A7 

CT5A8 


3/32" 

Screwdriver 

1-5/32" 

CT5B6 

CT5B7 

CT5B8 

W60 

1/8" 

Screwdriver 

1-5/32" 

CT5C6 

CT5C7 

CT5C8 


3/16" 

Screwdriver 

1-5/32" 

CT5D6 

CT5D7 

CT5D8 


1/4" 

Screwdriver 

1-5/32" 

CT5E6 

CT5E7 

CT5E8 


1/8" 

Screwdriver 

1-5/32" 

CT6C6 

CT6C7 

CT6C8 

W100 

3/16" 

Screwdriver 

1-5/32" 

CT6D6 

CT6D7 

CT6D8 

1/4" 

Screwdriver 

1-5/32" 

CT6E6 

CT6E7 

CT6E8 


3/8 

Screwdriver 

1-5/32" 

CT6F6 

CT6F7 

CT6F8 


INDUSTRIAL 

DESOLDERING ADAPTORS 

These versatile attachments allow operator to desolder and re¬ 
solder with same tool. 


DS-TCP 

For use with WTCP and WTCP-L, order DSTCP. 


For proper Desoldering 
Tiplets see page 6. 
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Weller 

CONTROLLED OUTPUT 
SOLDERING STATION 





Non-Burnable 
Silicone Cord 


REPLACEMENT PARTS AND ACCESSORIES 


Catalog No. 

Description 

Std. Ctn 

TC201 

Soldering Pencil w/PTA 7 Tip 

1 

TC202 

Power unit only includes sponge, 
iron holder and tip tray 

1 

TC203 

Cord Set w/handle 

1 

TC204 

Iron Holder w/funnel 

1 

TC205 

Sponge 

10 

TC206 

Tip Tray 

1 

TC207 

Switch/Light for Power Unit 

1 

TC208 

Heater Element for Soldering Pencil 

1 

SW60 

Switch Assembly for Soldering Pencil 

1 

BA60 

Barrel Nut Assembly for 

Soldering Pencil 

1 


Model WTCPN 

The Weller® WTCPN is the improved replacement of the popular 
WTCPL controlled output soldering station. 

It is a transformer powered soldering station complete with a low 
voltage, temperature controlled soldering pencil. The unique 
Weller® “Closed Loop" method of controlling maximum tip tem¬ 
perature is employed, protecting temperature sensitive components 
while the grounded tip protects voltage and current sensitive 
components. 

The New WTCPN utilizes the same replacement soldering tips as the 
WTCPL, with a wide selection in three temperature ranges of 600° F, 
700° F and 800° F. 


REPLACEMENT TIPS FOR 
MODELS WTCPN, WTCPL AND WTCP 


Weller industrial soldering tips have heavy iron plating with anti¬ 
oxidation coating. 

T . Catalog Numbers 


■ 'K 

Size 

Description 

Reach 

600° F 

700° F 

800° F 

1/16” 

Screwdriver 

5/8" 

PTA6 

PTA7 

PTA8 

1/16" 

Spade 

5/8" 

PTAA6 

PTAA7 

PTAA8 

3/32" 

Screwdriver 

5/8" 

PTB6 

PTB7 

PTB8 

3/32" 

Spade 

5/8" 

PTBB6 

PTBB7 

PTBB8 

1/8" 

Screwdriver 

5/8” 

PTC6 

PTC7 

PTC8 

1/8" 

Spade 

5/8" 

PTCC6 

PTCC7 

PTCC8 

3/16" 

Screwdriver 

3/4" 

PTD6 

PTD7 

PTD8 

3/16" 

Spade 

3/4" 

PTDD6 

PTDD7 

PTDD8 

1/32" 

Screwdriver 

5/8" 

PTH6 

PTH7 

PTH8 

1/32" 

Conical 

5/8" 

PTP6 

PTP7 

PTP8 

1/32" 

Conical Flat 

5/8" 

PTF6 

PTF7 

PTF8 

15/64" 

Screwdriver 

3/4" 

PTE6 

PTE7 

PTE8 

3/64" 

Long Scwdr. 

1" 

PTK6 

PTK7 

PTK8 

5/64" 

Long Scwdr. 

1" 

PTL6 

PTL7 

PTL8 

1/8" 

Long Scwdr. 

1" 

PTM6 

PTM7 

PTM8 

1/32" 

Long Conical 

1" 

PT06 

PT07 

PT 08 

1/16 

Narrow Scwdr 

5/8" 

PTR6 

PTR7 

PTR8 





PTO 




PTCC 


PTDD 
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Weller 

MINIATURE SOLDERING STATIONS 



MP Series 

The new Weller miniature soldering stations are especially de¬ 
signed for today's printed circuit electronics. The famous Weller 
closed-loop temperature control protects sensitive components 
from heat damage. Tip is grounded. Temperature may be changed 
by simply changing plug-in iron. Non-burnable cord with low 
voltage output to iron affords added safety and gives longer life. 
Power supply and soldering pencil have high impact resistance 
housing which means longer tool usage. Operates from line volt¬ 
age with step-down transformer. A variety of tips allow special 
applications. Unit is complete with tip, three wire power cord, 
power unit, sponge, “not heat sinking” iron holder, soldering pen¬ 
cil and specification sheet. 


Catalog No. 

Description 

Packed 

MP156 

650° Miniature 

Soldering Station with MP131 tip 

1/Box 

MP157 

750° Miniature 

Soldering Station with MP131 tip 

1/Box 

MP101 

MP Power Unit (Less Soldering Pencil) 

1/Box 

MP126 

650°Soldering Pencil with MP131 tip 

1/Box 

MP127 

750°Soldering Pencil with MP131 tip 

1/Box 

MP201 

Transformer w/Terminals 

1/Box 

MP202 

Sponge 

10/Box 

MP210 

Barrel Nut Assembly 

1/Box 

MP213 

Funnel 

5/Box 

MP214 

Iron Holder Assembly 

1/Box 

MP303 

Iron Receptical w/Control Circuit 

1/Box 

MP304 

Switch w/Light 

1/Box 


LOW VOLTAGE SOLDERING 
STATION VARIABLE TEMPERATURE 



Model WTCP-2 

Temperatures from 200°F to 450° F for low temperature solder 
up to 300°F melting point. Dial temperature adjustment SCR and 
thermistor controlled circuit. Lightweight pencil with non-burn- 
able silicone rubber cord. Long life tip. Power unit incorporates 
tip cleaning sponge and convenient tool holder. 120V. 50/400 
Hz. 30W. 


REPLACEMENT TIPS FOR MODEL WTCP-2 

Top quality, iron plated tips with anti-oxidation coating. 


Part No. 

Reach 

Description 

STA 

5/8" 

1/32 inch Conical Flat Tip 

STB 

5/8" 

1/16 inch Screwdriver Tip 



3--1 



STA 


Conical Flat Tip 



STB 

Screwdriver Tip 


REPLACEMENT TIPS FOR MODELS MP&WMCP 

Top quality, iron plated tips with anti-oxidation coating. 

Packed carded 10 per box 

Part No. Description 


MP131 

1/64" inch Conical 

MP132 

1/32 inch Bent Conical 

MP133 

1/32 inch Spade 

MP134 

3/64 inch Bent Conical 

MP135 

3/64 inch Spade 

MP136 

1/16" inch Screwdriver 

MP137 

5/64 inch Screwdriver 

MP138 

8/64 inch Chisel 



Screwdriver Bent Conical Spade 


Conical Micro-Point 
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Weller 

DE-SOLDER AND SOLDER STATION 



Packed carded 10 per box 

Catalog No. O.D. I.D. Length 


Model DS100 

The new Weller power vacuum desoldering station is especially 
designed for printed circuit board repair. Famous Weller closed 
loop temperature control protects sensitive components while 
soldering or desoldering. See-thru solder collector is easy to clean 
or replace. Non-burnable cord sets afford safety and longer life. 
Low voltage tool imputs give added safety margins. High impact 
resistant tool handles and stainless steel barrels mean longer tool 
usage. Operates from factory air* and line voltage. Complete with 
foot switch, indicating light/on-off switch, twin safety tool holder, 
vacuum adjustment and gage, tip and sponge holder, five assorted 
tips and instructions. Color—new beige with cool blue tool handles. 
120 V 60 Hz U. L. Listed. 


‘Minimum 30 psi, maximum 130 psi 


Catalog No. 

Description 

Packed 

DS100 

Complete Unit 

1 per Box 

DS101 

Soldering Iron with PT7A tip 

1 per Box 

DS102 

Desoldering Iron 

1 per Box 

DS103 

Collector Tube with gasket and filter. 

5 per Box 

DS104 

Clean Out Tool 

5 per Box 

DS105 

Sponge Holder W/Sponge 
and Clean out Tool 

1 per Box 

DS106 

Sponge 

10 per Box 


DS110 

.060 

.025 

.50 

DS111 

.090 

.025 

.50 

DS112 

.076 

.036 

.50 

DS113 

0.94 

.045 

.50 

DS114 

.125 

.071 

.50 

DS115 

.060 

.025 

.75 

DS116 

.098 

.045 

.75 

DS117 

.090 

.025 

.75 

PARTS 

Catalog No. 

Description 


Packed 

DS202 

Installation Kit 


1 per Box 

DS203 

Fuses 3.2A Type N 


5 per Card 

DS204 

Filter 


10 per Box 

DS217 

Desoldering Head 700° 

w/Spring 

1 per Box 

DS218 

Desoldering Head 800° 

w/Spring 

1 per Box 


DS107 Tool Holder 1 per Box DS220 Vacuum Hose 18 feet 1 per Box 


DS108 Retainer Springs 5 per Box DS225 Transducer Assembly 1 per Box 


Technical Data Sheets 
Available on Request 


10 





WELLER TOOL MERCHANDISERS 


Catalog 


DESCRIPTION 


TC88H 


Weller full line "Soldering Center" floor merchandiser, 3 ft. wide, 
65” high, with double faced header sign. Shipping wt.: 96 lbs. Stock 
assortment: 


6—8200 Guns 
3—8200PK Gun Kits 
1—D550 Gun 
1—D550PK Gun Kit 
6—7135 Gun Tips 
6—7250 Gun Tips 
3—SP23 Irons 


3—SP23K Iron Kits 
2—SP40 Irons 
2—SP80 Irons 
24—AC40 Solder 
24—RC40 Solder 
6—RC60 Solder 
1—601K Mini-Shop 


Tip merchandiser. Soldering gun tip merchandiser. Tips skin- 
packed on handsome wire rack which can be used as a counter 
display or on pegboard. 14V^" x 4" x 14”. Shipping wt.: 5 lbs. Tips 
RT48 included are: 

6—7250 6—6120 

6—6110 6—6130 

6—6140 


6—7135N 
6—7135 
6—7250N 


TC72E 


Weller Industrial-Electronic full line floor merchandiser, 3 ft. wide, 
65" high, with double faced header sign. Shipping Wt. 81 lbs. 
Stock assortment: 


2— W8200 Guns 

3— 8200PK Gun Kits 
1— GT-7A Guns 
1—D550 Gun 

1— D550PK Gun Kit 
3—SP23 Irons 
3—SP23K Iron Kits 
3—SP40 Irons 


1—GT6B Gun 
3—D40 

10—7135 Gun Tips 
10—7250 Gun Tips 
24—RC60 Solder 
3—WP25 Irons 
3—WP40 Irons 
1— 601K 


MD12 


Weller Marksman Soldering Iron display, 20%" wide, 15 3 /4” high. 
For pegboard mounting on wall or tool center. Shipping weight 8 lbs. 
Stock assortment. 

3—SP23K Marksman Soldering Kit 
3—SP23 25 watt Marksman Soldering Iron 
3—SP40 40 watt Marksman Soldering Iron 
3—SP80 80 watt Marksman Soldering Iron 


MS108 


Weller Mini-Shop®Accessories Display features 30 different items to 
tempt every owner of a Mini-Shop tool. Display measures 25" H x 
17" W x 6" D. Weight — 11 lbs. Stock assortment. 


3—MS201 Cup Brusn 

3—MS202 Disc Brush 

3—MS203 Wire Brush 

6—MS204 Abrasive Band—50 Grit 

6—MS205 Abrasive Band—120 Grit 

3—MS206 Sanding Disc—80 Grit 

3—MS207 Sanding Disc—120 Grit 

6—MS208 Felt Wheel 

3—MS209 Rubber Wheel 

6-MS210 Cut Off Wheel 

3—MS211 Expanding Wheel 

3—MS212 Mandrel 

6—MS213 Ball Cutter— V*" Diameter 

6—MS214 Cylinder Cutter—Vi" Diameter 

3—MS215 Collet—1/32" 


3—MS216 Collet—1/16" 

3-MS217 Collet—3/32" 

3—MS218 Collet—1/8" 

3—MS219 Grinding Wheel— 'h" x 'h" 
3—MS220 Grinding Wheel —W x %" 
3—MS221 Grinding Wheel—%" x 
3—MS222 Grinding Wheel—%" x W 
3—MS223 Grinding Point—’A" x %" 
3—MS224 Grinding Point —%" x %" 
3—MS225 Grinding Point —W x 3/32" 
3—MS226 Dressing Stone 
3—MS227 Drill—’/ 8 " 

3—MS228 Wrench 
3—MS231 Motor Brushes 
3—MS232 Engraving Tip 
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FEDERAL STOCK NUMBER LISTING 


SOLDERING IRONS, TEMPERATURE CONTROLLED 

WTCP-L 3439-019-4384 Low voltage Soldering outfit 

w/power unit. 


SOLDERING 

GUNS 

FED. STK. NO 

D440 G2 

3439-729-6770 

D440 G3 

3439-729-6770 

D550 G2 

3439-554-1829 

D550 G2 

3439-982-1738 

D550 G3 

3439-618-6623 

D550 PK 

3439-732-7798 

8200 G2 

3439-618-6624 

8200 G2 

3439-892-2026 

8200 G3 

3439-542-0396 

8200 PK 

3439-980-3667 


SOLDERING GUN TIPS 

6110 

3439-771-3719 

6130 

3439-895-0051 

6140 

3439-994-7444 

7135 

3439-372-0677 

3439-540-8998 

7250 

7250 

3439-640-2279 

7300 

3439-528-3883 

8125 

3439-874-4353 


GT SERIES 

GT Handle 0nly3439-004-0913 

6B Power Head 3439-004-0916 

7A Power Head 3439-004-0917 

GT7A & 6B 3439-004-0915 

SOLDERING 

IRONS 

SP23 G2 

3439-294-9009 

SP23 G3 

3439-204-3856 

SP23 HK 

SP40 G3 

5110-028-9089 

3439-204-3855 

SP80 G2 

3439-294-9011 

SP80 G2 

3439-222-1629 

SP80 G3 

3439-204-3859 

SP120 G2 

SP175 G2 

3439-585-6057 

3439-542-0507 

SP175 G3 

3439-204-3858 

MP 116 

3439-018-2066 

MP 106 

3439-018-2068 

MP 107 

3439-018-2070 


FED. SPEC. NUMBERS 
W-S-564a (All Type I) 

Class 2, Cord A, w/6100 & 6120 

Class 2. Cord B. w/6110 & 6120 

Class 1, Cord A 

Class 1, Cord A 

Class 1, Cord B 

Class 1, Cord A, 

Class 3, Cord A 

Class 3, Cord A, w/(2) 7135 

Class 2, Cord B 

Class 3, Cord A 


Cutting tip 

Cutting, Chrome Plated 
Smoothing, Chrome Plated 
Loop Type, Wedge Point 
Loop Type, Wedge Point 
Loop Type, Wedge Point 
Loop Type, Chisel Tip 
Loop Type. Wedge Point 
Loop Type. Wedge Point 


Handle Only For GT Temperature 
Controlled Gun 
600° Power Head For GT Gun 
700° Power Head For GT Gun 
Temp. Controlled Gun Complete 
w/600° & 700° Pwr. Heads 

FED. SPEC. NUMBER 
W-S-570a 

Type III, Class 2. Style A, Cord 1, 

1/8" Tip Plus (1) 30° bent 
Type III. Class 2. Style A. Cord 2, 1/8" 
Tip Plus (2) 30° Bent, Pyramid 
Hot Knife 

Type III, Class 2, Style A, Cord 2, 

1/4" Tip 

Type I, Class 2, Cord 1, 3/8" 

Tip, Pyramid 

Type I, Class 2, Cord 1, 3/8" 

Tip, Pyramid 

Type I, Class 2, Cord 2, 3/8" 

Tip, Pyramid 

Type I, Class 2, Cord 1, 1/2" Tip 
Type I, Class 2, Cord 1, 5/8" 

Tip, Chisel 

Type I, Class 2, Cord 2, 5/8" 

Tip, Chisel 

Micro-Min Soldering Station 
650° F 

Micro-Min Soldering Pencil 
650° F. 

Micro-Min Soldering Pencil 
750° F. 


TCP 12 

3439-200-1234 

PU-1A 

3439-059-5805 

PB6 

3439-910-2416 

W60KA 

3439-853-8760 

W60-3 

3439-866-6258 

W100-3 

3439-197-4419 

DS 40 

3439-883-5491 

DS60 

3439-784-0823 

5C3N7 

3439-993-4689 

5D1N7 

3439-993-2770 

5A1L5 

3439-993-2769 

5A1L6 

3439-898-4497 

5A1X5 

3439-993-4690 

5A1X6 

3439-898-4495 

5BCL5 

3439-994-5865 

5DTS5 

3439-993-3193 

5DES7 

3439-994-5866 

372 

5140-952-4022 

WMCP-650 

3439-146-8091 


MISCELLANEOUS 

WTCP-K 

3439-460-7198 

BPS-24 

3439-460-7211 

SFG-1 

3439-460-7222 

DS-TCP 

3439-460-7200 

TCP-24G 

3439-465-1649 


TIPS 


PTKX6 

3439-465-1650 

PTKX7 

3439-465-1651 

PTBCL 

3439-465-1652 

PTDTS 

3439-465-1653 

DIT-1 

3439-465-1654 

FPT-1 

3439-465-1655 

PTA6 

3439-465-1660 

PTB6 

3439-465-1661 

PTC6 

3439-234-9773 

PTC7 

3439-106-1652 

PTL7 

3439-465-1658 

DST-1 

3439-910-2554 

DST-2 

3439-910-2553 

DST-3 

3439-910-2552 

DST-4 

3439-910-2551 

DST-5 

3439-910-2550 

DST-6 

3439-910-2549 

PTA7 

3439-234-9709 

PTP6 

3439-234-9707 

PTF6 

3439-234-9706 

PTF7 

3439-492-3476 

PTB7 

3439-106-9831 

PTH6 

3439-241-9233 

PTF7 

3439-492-3476 

PTH7 

3439-234-9705 

PTL7 

3439-465-1658 


12 - 14 V. Field Service Pencil 

Power Unit For WTCP 

Battery operated soldering outfit, 
rechargeable w/carrying case. 

Temperature controlled soldering 
kit. 

Soldering iron, temperature con¬ 
trolled w/3-wire cord set. 

Desoldering Iron 

Desoldering Head For W60 

Tip, 1/8" Conical, 700° F. 

Tip, 3/16" Screwdriver, 700° F. 

Tip, 1/16" Screwdriver, 500° F. 

Tip, 1/16" Screwdriver, 600° F. 

Tip, 1/16" Screwdriver, 45° Bent, 
500° F. 

Tip, 1/16" Screwdriver, 45° Bent, 
600° F. 

Conformal Coating Removal 500° F 

Wire Stripping, 500° F. 

Eyelet Cleaning, 700° F. 

Carrying Case, Metal 

Micro-Miniature Solder Station 


Soldering and Desoldering Kit 

Transformer Case 

Holder 

Desoldering Attachment 
Soldering Pencil 


Soldering Tip, bent 30°, 600° F. 
Soldering Tip, bent 30°, 700° F. 
Conformal Coating Removal Tip 
Wire StrippingTip 
Dual In-line Desoldering Tip 
Flat Pack Soldering Tip 
Soldering Tip, 1/16", 600° F 
Soldering Tip. 3/32", 600° F. 
Soldering Tip, 1/8", 600° F. 
Soldering Tip, 1/8", 700° F. 
Soldering Tip, 5/64", 700° F. 
Desoldering Tip 
Desoldering Tip 
Desoldering Tip 
Desoldering Tip 
Desoldering Tip 
Desoldering Tip 
Soldering Tip, 1/32", 700° F. 
Soldering Tip, 1/32", 600° F. 
Soldering Tip, 1/32", 600° F. 
Soldering Tip, 1/32", 700° F. 
Soldering tip, 3/32", 700° F. 
Soldering Tip, 1/32", 600° F. 
Soldering Tip, 1/32”, 700° F. 
Soldering Tip, 1/32", 700° F. 
Soldering Tip. 5/64", 700° F. 
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NUMERICAL INDEX 


DSTCP —Desoldering Adaptor . 7 

STA —Tip. 9 

STB —Tip . 9 

MP —Soldering Station . 9 

WTCPN—Soldering Station . 8 

DST-1 —Desoldering Tip. 6 

MT-1 —Marksman Tip . 5 

SFA1 —Stand . 7 

ST-1 —Tip. 6 

DST2 —Soldering Tiplet. 6 

MT-2 —Tip. 5 

ST-2 —Tip. 6 

WTCP-2—Soldering Station . 9 

DST-3 —Desoldering Tiplets . 6 

MT-3 -Tip. 5 

ST-3 —Tip. 6 

DST-4 —Desoldering Tiplet . 6 

ST-4 —Tip. 6 

CT5A6 —Tip. 7 

CT5B6 —Tip. 7 

CT5C6 -Tip . 7 

CT5D6 -Tip . 7 

CT5E6 —Tip . 7 

CT5A7 —Tip . 7 

CT5B7 -Tip . 7 

CT5C7 —Tip . 7 

CT5D7 -Tip. 7 

CT5E7 —Tip . 7 

CT5A8 —Tip . 7 

CT5B8 -Tip . 7 

CT5C8 —Tip . 7 

CT5D8 —Tip. 7 

CT5E8 -Tip . 7 

DST-5 Desoldering Tiplet . 6 

6A —Power Head Replacements 4 

CT6C6 —Tip . 7 

CT6D6 -Tip. 7 

CT6E6 —Tip. 7 

CT6F6 —Tip . 7 

CT6C7 —Tip . 7 

CT6D7 —Tip . 7 

CT6E7 —Tip . 7 

CT6F7 -Tip. 7 

CT6C8 -Tip . 7 

CT6D8 —Tip . 7 

CT6E8 —Tip . 7 

CT6F8 -Tip . 7 

DST-6 —Desoldering Tiplet . 6 

GT6B —Soldering Gun . 4 

PTA6 —Tip . 8 

PTAA6 —Tip. 8 

PTB6 -Tip. 8 

PTBB6 —Tip. 8 

PTC6 —Tip. 8 

PTCC6 -Tip. 8 

PTD6 —Tip. 8 

PTDD6 —Tip. 8 

PTE6 -Tip. 8 

PTF6 -Tip. 8 


PTH6 —Tip. 8 

PTK6 —Tip . 8 

PTL6 —Tip . 8 

PTM6 -Tip . 8 

PTP6 -Tip . 8 

7A —Power Head Replacements 4 

GT7A —Soldering Gun . 4 

PTA7 -Tip. 8 

PTAA7 —Tip. 8 

PTB7 -Tip. 8 

PTBB7 —Tip. 8 

PTC7 —Tip . 8 

PTCC7 —Tip. 8 

PTD7 -Tip. 8 

PTDD7 —Tip . 8 

PTH7 —Tip . 8 

PTP7 —Tip . 8 

PTE7 —Tip . 8 

PTF7 —Tip . 8 

PTK7 —Tip . 8 

PTL7 —Tip. 8 

PTM7 —Tip. 8 

PTA8 —Tip. 8 

PTAA8 —Tip. 8 

PTB8 —Tip. 8 

PTBB8 —Tip . 8 

PTC8 —Tip . 8 

PTCC8 —Tip. 8 

PTD8 -Tip. 8 

PTDD8 —Tip. 8 

PTE8 —Tip. 8 

PTF8 —Tip. 8 

PTH8 -Tip . 8 

PTK8 —Tip . 8 

PTL8 -Tip . 8 

PTM8 —Tip. 8 

PTP8 —Tip . 8 

MT-10 —Tip . 5 

HK11 —Blade . 5 

MD12 —Display. 11 

MT-20 —Tip . 5 

SP23 —Soldering Iron . 5 

SP23K —Soldering Iron Kit. 5 

SP23HK—Hot Knife Kit . 5 

WP25 —Professional Soldering Iron 6 

MT-30 —Tip . 5 

AC40 —Solder. 6 

MT-40 —Tip . 5 

RC40 —Solder. 6 

SP40 —Soldering Irons . 5 

WP40 —Professional Soldering Iron 6 

RT48 —Display. 11 

BA60 —Barrel Nut Assembly ..... 8 

DS60 —Desoldering Adaptor . 7 

PH60 -Stand . 7 

RC60 —Solder. 6 

SFA60 —Stand . 7 

SW60 —Switch Assembly (DS100) 8 

W60 —Soldering Iron . 7 


W60-3 —Soldering Iron . 7 

TC72E —Display. 11 

SP80 —Soldering Iron . 5 

TC88H Display. 11 

WC100 —Cordless . 4 

WC100K—Cordless Kit . 4 

DS100 —Soldering/Desoldering 

Station . 10 

PH 100 —Stands . 7 

SFA100—Stand . 7 

W100 —Soldering Iron . 7 

W100-3—Soldering Iron . 7 

DS101 —Soldering Iron . 10 

DS102 —Desoldering Iron . 10 

DS103 —Collector Tube. 10 

DS104 —Clean Out Tool . 10 

DS105 —Sponge Holder w/Sponge 

and Tool . 10 

DS106 —Sponge. 10 

DS107 —Tool Holder . 10 

DS108 —Retainer Springs . 10 

MS108 —Display. 11 

DS109 —Power Unit w/Foot 

Switch . 10 

DS110 —Tip. 10 

DS111 —Tip. 10 

DS112 —Tip . 10 

DS113 —Tip . 10 

DS114 —Tip . 10 

DS115 —Tip . 10 

DS116 —Tip . 10 

SP120 —Soldering Iron . 5 

SP175 —Soldering Iron . 5 

DS202 —Installation Kit . 10 

DS209 —Desoldering Head 700° 

w/Spring . 10 

230K —Hobby Kit . 5 

250K —Tool Kit . 5 

AC303P—Desoldering Bulb . 6 

D550 —Soldering Gun . 1 

D550PK—Soldering Gun . 1 

601K -Mini-Shop Kit. 3 

620K —Beginners Kit . 2 

651K —Variable Speed Kit . 2 

6110 —Tip . 2 

6120 —Tip . 2 

6130 —Tip. 2 

6140 —Tip . 2 

7135 —Tip . 2 

7135N —Tip . 2 

7250 —Tip . 2 

7250N —Tip . 2 

7300 -Tip . 2 

8125 —Tip . 2 

8125N —Tip. 2 

8200 —Soldering Gun . 1 

8200PK—Soldering Gun . 1 


Document provided free at www.StevenJohnson.com. - Not for resale 
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